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NARA RG104, Entry 1, Box 170 


(Form 130 D.) 

Mint of the United States, 
At Philadelphia, 

April 17, 1891 

Sir: 


Please furnish the following necessary supplies for use in this Mint, viz: 
Ordinary a/c. 

Six (6) Rubber Spittoons 10” (D.P. Dietrich) 

(Distribution of Minor Coin) 

Six (6) Doz. Paper (72) Papers 8 oz. Tacks G.A. Hollis 

Wm. JM. Couras 
Storekeeper. 

Approved 

James E. MacLaue 

Custodian 


To the Superintendent. 
(Ed. 12-21-’89-2,000.) 



